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lAREA CODE 212i 
Se3-A220 

CABLE ADDRESS "WATSOLAW' 


Messrs* J,A« Kemp & Co* 

14 South Square 
Gray's Inn 

London, WCIR. 5EU, England* 


Re: British Patent Application to 
UcS.A. Serial No. 728,140 
Philip Morris Incorporated 
Your Ref: TR/IF - 13937 
Our File 582-534 GB 


Dear Sirs: 

We have studied the official letter which accompanied 
your letter of October 13, 1970 in respect of?subject patent 
application. Please prepare the proposed response to the 
offfcial letter without delay and in accordance with our in¬ 
structions given beloX'7, 

The term"sinoking end" is commonly understood in the 
cigarette art as being the mouth end of the smoking article. 

We think that this should satisfy the Examiner, 

In respect of paragraph 3 of the ofAcial letter, we 
would like to cover the embodiment wherein the ventilation 
holes are in a filter and direct you to prepare a claim to 
cover such embodiment^ as shown in Figure 5 of the drawing. 

We note that you will prepare the necessary revision 
of the description and send it to us for review prior to 
filing of the same. 

Very truly yours. 
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George J, Brandt, Jr, 




Source: https://www.industrydocuments.ucsf.ecp/docs/jsljOOOO 
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